FEBRUARY 13, 1968 


Each laundry tray will connect directly 
to the sanitary building drain, into a 
properly vented branch or main vented 
line. The same will hold true for washing 
machines; the trap may be below the 
floor or a tubular trap ‘17 gauge’ may be 
installed above the floor. Caution should 
be taken so as not to exceed the permitted 
three foot vertical drop. 
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Motion by John Brady, seconded by Larry 
Kain that the next meeting be March 14, 
1968. 


Motion carried. 


Meeting adjourned at 9:00 p.m. 


Respectfully submitted, 


G. J. TURNEY, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, January 31, 1968 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, Janu- 
ary 31, 1968, at 7:30 p.m., in Room G-30, 
City Hall. 


Present: Board Members Bock, Dodson, 
Kloeckner, Ray, Ruth, Tableman and 
Zapata—7. 


Absent: Board member Tamer—l. 


Guests: Mr. Ellsworth and Mr. Kaiser, 
Centrifuse, Inc.; Norris Ingels, State 
Journal, and Mr. Swift. 


The meeting was called to order by 
Chairman Tableman. The secretary an- 
nounced the presence of a quorum. Mrs. 
Bock noted that her name had been omitted 
from the list of those present at the Decem- 
ber meeting. It was moved by Mr. Dodson, 
seconded by Mr. Kloeckner, that the min- 
utes of the Dec. meeting be approved with 
the addition of the correction noted. 


Motion carried. 


Mr. Ellsworth submitted a report indicat- 
ing they have decided to install a wet 
scrubber at their cupola. They have 
selected a supplier and authorized the en- 
gineering work necessary for submission 
of a firm quotation on erection of the 
equipment. They indicated that they hope 
to have placed an order within 45 days. 
There was a discussion of the situation. 
The Board requested that Centrifuse re- 
port their decisions at the March 27 meet- 
ing. 


Mr. Pesterfield reported a complaint re- 
garding Melling Drop Forge. They have 
been in violation and he has them under 
surveillance. He has scheduled a meeting 
with vlant management next week to dis- 
cuss the situation. It was moved by Mr. 
Ruth, seconded by Mrs. Bock, that the 


Board officially notify the company of 
receipt of this complaint and indicate that 
they have instructed the engineer to in- 
vestigate and report to them at the next 
meeting. 


Motion carried. 


It has been determined that the Township 
Dump is at fault in the complaint issued 
against Paulson Street Dump. The matter 
has been referred to the Michigan Depart- 
ment of Health. It was moved by Mr. 
Kloeckner, seconded by Mr. Dodson, that 
the complaint be closed. 


Motion carried. 


Mr. Pesterfield reported receipt of a 
complaint regarding excessive fly ash from 
Oak Park School. He will investigate. 
It was moved by Mr. Dodson, seconded by 
Mr. Kloeckner, that the Board notify the 
Board of Education, with a copy to Council- 
man Perrin, that we have received the 
complaint and that our engineer is in- 
vestigating. 


Motion carried. 


The next meeting will be held Wednes- 
day evening, February 28, 1968, at 7:30 
p.m., in Room G-30, City Hall. 


It was moved by Mr. Dodson, seconded 
by Mr. Kloeckner, that the meeting be 
adjourned. 


So ordered. 
The meeting was adjourned at 8:40 p.m. 


Respectfully submitted, 
MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, February 28, 1968 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, Febru- 
ary 28, 1968, at 7:30 p.m., in Room G-30, 
City Hall. 


Present: Board members Bock, Kloeck- 
ner, Ray, Ruth, Tableman and Zapata—6. 


Absent: Board members Dodson and 
Tamer—2. 


The meeting was called to order by the 
Chairman. The secretary announced the 
presence of a quorum. It was moved by 
Mr. Ruth, seconded by Mr. Kloeckner, that 
minutes of the January meeting be ap- 
proved as printed, 


Motion carried. 


Mr. Pesterfield reported that Melling 
Forging is now in the process of obtaining 
proper controls for their equipment. It was 
moved by Mr. Zapata, seconded by Mr. 
Kloeckner, that the complaint be held in 
abeyance until they have time to get what 
they need. 


Motion carried. 


Mr. Tableman read and placed on file 
a communication from Mr. Partington 
regarding Oak Park School. Mr. Pester- 
field indicated that he had an appointment 
with school officials that night concerning 
both Oak Park Elementary and Eastern 
High Schools. He will report at the next 
meeting. It was moved by Mrs. Bock, 
seconded by Mr. Ruth, that we continue 
this complaint until the next meeting. 


Motion carried. 


Mr. Pesterfield reported on a confer- 
ence with management officials of Davison 
Chemical which included representatives 


from the Michigan Dept. of Public Health 
and supplier firms. A solution for the air 
pollution problem at this plant has been 
proposed which all concerned feel will be 
effective. They are now working with the 
supplier to correct the situation. He rec- 
ommends holding in abeyance until the 
next meeting. It was moved by Mr. 
Kloeckner, seconded by Mr. Ruth, that the 
Board concur in the recommendations of 
the engineer. 


Motion carried. 


The engineer requested permission to 
attend the Air Pollution Control Associa- 
tion meeting in St. Paul, Minn., June 24- 
26, 1968. It was moved by Mrs. Bock, 
seconded by Mr. Ruth, that he be allowed 
to attend. 


Motion carried. 


The Board was reminded that Centrifuse 
has promised an answer at the next meet- 
ing. The Secretary was instructed to notify 
them of the next meeting. 


The next meeting will be held Wednes- 
day evening, March 27, 1968, at 7:30 p.m., 
in Room C-30, City Hall. 


It was moved by Mr. Kloeckner that the 
meeting be adjourned. So ordered. 


The meeting was adjourned at 8:00 p.m. 


Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
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Building March 21st. He was very pleased 
with the system, and very favorably im- 
pressed by the efficient work of Chief 
Dispatcher Harold Lynch. 


Jim LaRoue of WILS stated he was 
formulating a letter of thanks for the fine 
work the department performed at a fire 
in his home. 


Vice President’ Victor Rairigh and Rol- 
land Case of the Mediation Board of Local 
421 stated they were sure that there had 
been a misunderstanding regarding the 
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letter submitted relative to the Daven- 
port request. 


By Commissioner Rathbun— 
I move we adjourn. 
Suported by Commissioner Canady. 
Carried. 
The Board adjourned at 8:40 P.M. 


WLLAM R. GREW, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, March 27, 1968 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, March 
a eae at 7:30 p.m., in Room G-30, City 

all, 


March 27, 1968 


Present: Board Members Bock, Dodson, 
Kloeckner, Ruth, Tableman, Tamer and 
Zapata—7. 


Absent: Board Member Ray—1. 


Guests: Mr. Swift, Mr. Davis and Mr. 
Jager, Michigan Dept. of Public Health; 
and Messrs. Ellsworth, Engle and Schuster 
of Centrifuse, Inc. 


The meeting was called to order by the 
Chairman. The secretary anounced the 
presence of a quorum, It was moved by 
Mr. Kloeckner, seconded by Mrs. Bock, 
that minutes of the February meeting be 
approved as distributed. 


Motion carried. 


Mr. Pesterfield reported that Davis 
Chemical is working on the engineering 
necessary for completion of their control 
equipment and recommended continuing 
the complaint until next meeting. 


It was moved by Mr. Ruth, seconded 
by Mr. Tamer, that the Board concur in 
the recommendation of the engineer. 


Motion carried. 


The engineer reported that he has been 
watching Melling Drop Forge. They have 
improved their operation and are now 
in violation only two-three minutes at a 
time. He will continue to keep them under 
surveillance and recommends continuing 
until the next meeting. 


It was moved by Mr. Tamer, seconded 
by Mr. Dodson, that the Board concur in 
the recommendation of the engineer. 


Motion carried. 


Mr. Pesterfield reports conference with 
Mr. Partington and Mr. Smith regarding 
Oak Park Elementary and Eastern High 
schools. The problem at Oak Park is 
burning of milk cartons, paper cups, etc., 
in the stoker fire. They do not have an 
incinerator. The Eastern High school 
problem is one of improper operation. 
Both Mr. Partington and Mr. Smith have 
promised cooperation. Mr. Pesterfield rec- 
commends that he continue to work with 
Mr. Smith on the Oak Park problem. 


It was moved by Mrs. Bock, seconded 
by Mr. Kloeckner, that the Board concur 
in the recommendation of the engineer. 


Motion carried. 


Mr. Pesterfield recommend that the com- 
plaint regarding Eastern be continued un- 
til next month while he watches them. 
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It was moved by Mr. Dodson, seconded 
by Mr. Ruth, that the Board concur in 
the recommendation of the engineer. 


Motion carried. 


Mr. Ellsworth reported that Centrifuse 
has a firm price on equipment and install- 
ation, A budget is being prepared for 
submission to Akron. The plans will be 
submitted to proper authorities for tax 
and air use clearance. During the sum- 
mer shut down they plan to install neces- 
sary cupola extension. This is the first 
phase of the installation. All piping, wir- 
ing, ete., will also be installed at that 
time so that all will be in readiness when 
the equipment is received. Mr. Tamer 


asked why the situation has been worse’ 


lately. Mr. Engle said the operation has 
not been changed particularly but wind 
conditions have affected it. ,Mrs. Bock 
asked how long it would be before the 
equipment will be operable. Mr. Ellsworth 
said that the best estimate they have is 
about 15 months. A new wet cap, also 
to be installed this summer, will help 
alleviate the situation, according to Mr. 
Davis, and will also provide back up in 
the event of future equipment breakdown, 
etc. Mr. Davis also commented on state 
requirements concerning this situation. Mr. 
Zapata asked several questions. Mr. Table- 
man asked that the company notify the 
Board when the order is placed. 


APRIL 8, 1968 


It was moved by Mr. Dodson, seconded 
by Mr. Ruth, that the complaint be con- 
tinued. 


Motion carried. 


It was moved by Mr. Kloeckner, seconded 
by Mrs. Bock, that we indicate our ap- 
preciation of compliance by Capital Laun- 
dry. 


Motion carried. 


The next meeting will be held April 24, 
1968, at 7:30 p.m., in Room G-30, City 
Hall. 


It was moved by Mr. Tamer that the 
meeting be adjourned. 


Motion carried. 


The meeting was adjourned at 8:45 p.m. 
Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman. 


NORMA DONOVAN, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


HOUSING COMMISSION 
OF THE CITY OF LANSING 


Proceedings, March 19, 1968 


The March 19th meeting of the Housing 
Commission was called to order by Presi- 
dent Oliver at 1:30 P.M. 

ROLL CALL 


Present: Commissioners Clapp, Oliver, 
Owen, Paterson—4. 


Absent: Commissioner Blackall—1. 
The minutes of the previous meeting 
were approved as printed. 
COMMUNICATIONS 


1. Letter from Aleo Corporation. 


REPORT OF DIRECTORS 


1. The Directors report covered the fol- 
lowing points: 


a. A meeting with representatives of 
Senator Lockwoods office in regard 
to Senate Bill 848. 


b. A meeting with a Michigan State 
University Home Economist at which 
the selection and training of tenants 
for Reo Road was discussed. Two 
training sessions for prospective 
tenants have been set up, April 10th 
and April 17th, 1968. 


e. Legislative Dinner atended. 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, April 24, 1968 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, April 
24, 1968, at 7:30 p.m., in Room G-30, City 
Hall. 


Present: Board Members Bock, Dodson, 
Ray, Ruth, Tamer and Zapata—é6. 


Absent: Board Members Kloeckner and 
Tableman—2. 


Guest: Norris Ingels, State Journal 


The meeting was called to order by Mr. 
Ruth. The secretary announced the pre- 
sence of a quorum. It was moved by Mr. 
Tamer, seconded by Mrs. Bock, that 
minutes of the March meeting be approved 
as printed. 


Motion carried. 


There has been no report from Centri- 
fuse. Mr. Tableman was attempting to 
contact them today and phone a report to 
Mr. Ruth but was apparently unsuccessful. 
Mr. Pesterfield reports that they are in 
constant violation—worse than it has ever 
been. It was moved by Mr. Dodson, second- 
ed by Mrs. Bock, that we request them to 
report at the next meeting. 


Motion carried. 


Mr. Pesterfield reported that the design 
and calculations have been completed for 
the new settling pond at Davison Chem- 
ical. The company is now attempting to 
secure a contractor for construction. It 
was moved by Mr. Zapata, seconded by Mr. 
Tamer, that the complaint be continued 
until the next meeting. 


Motion carried. 


Melling Forging has been under surveill- 
ance and Mr. Pesterfield reports he has 
visited the plant several times. Their 
effluent has improved. The complaint re- 
garding this company actually concerns 
trucking along the parking lot. The com- 
pany has chlorided the lot but there are no 
regulations requiring the trucks to be 
covered and this causes a nuisance. Mr. 
Pesterfield will continue to work to eli- 
minate this problem. It was moved by Mr. 
Ray, seconded by Mrs. Bock, that the com- 
plaint be continued until the next meeting. 


Motion carried. 


The engineer reports continuing com- 
plaints regarding Eastern High School. He 
has been told that new equipment will be 
installed to control the problem. He in- 
vited a representative to meet with the 
Board but no one appeared. There have 
been no new complaints concerning Oak 
Park school but Mr. Pesterfield believes 
they should have an incinerator as the 
other schools do. It was moved by Mr. 
Tamer, seconded by Mr. Ray, that we re- 
quest the School Board to eliminate the 
problem either by installation of an in- 
cinerator or making arrangements to have 
the material hauled away. 


Motion carried. 


Mr. Ruth reported a new complaint re- 
garding Paulson Street Dump. Mr. Pester- 
field reports that the operator has been 
instructed to burn only when the wind is 
right. However, the diseased elms must, 
by law, be burned and sometimes he gets 
caught with a wind change after he has 
set a fire. We have no control over the 
adjacent Township dump and have referred 
it to the State Health Department. It was 
moved by Mr. Ray, seconded by Mr. Dodson, 
that we contact the complainant, express- 
ing our concern and attempt at control. 


Motion carried. 


Mr. Burgess reported to Mr. Tableman 
that there is budget money for Mr. Pester- 
field’s expenses to the Air Pollution Con- 
trol Association meeting. 


The next meeting will be held May 29, 
i at 7:30 p.m., in Room G-30, City 
Hall. 


It was moved by Mr. Tamer, seconded by 
Mrs. Bock, that the meeting be adjourned. 


So ordered. 


The meeting adjourned at 8:15 p.m. 


Respectfully submitted, 


PAUL RUTH, 
Vice Chairman, 


NORMA DONOVAN, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, May 29, 1968 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, May 
29, 1968, at 7:30 p.m. 


Present: Board Members Dodson, Kloeck- 
ner, Ruth and Tableman—4. 


Absent: Board Members Bock, Ray, 
Tamer and Zapata—4. 


Guests: Mr. Swift; Norris Ingels, State 
Journal, 


In the absence of a quorum it was de- 
cided to hold an informal meeting and 
ratify actions at the June meeting. 


Mr. Pesterfield reported that complaints 
regarding the Lansing Public Schools are 
being taken care of. A communication to 
that effect was read. He recommends that 
we hold these complaints until August or 
September. It was moved by Mr. Kloeckner, 
seconded by Mr. Dodson, that the Board 
concur with the recommendations of the 
engineer, 


Motion carried. 


The engineer reported that a second 
complaint regarding Melling Forging proved 
not to involve that company but Lansing 
Iron and Metal where insulation from 
copper wiring was being burned. He rec- 
ommends that the complaint against Mell- 
ing Forging be dropped and a complaint 
instituted against Lansing Iron and Metal. 
He further recommends that the Board 
notify Lansing Iron and Metal that this 
practice is in violation of the ordinance 
and must be stopped. It was moved by Mr. 
Dodson, seconded by Mr. Kloeckner, that 
the Board concur with the recommendations 
of the engineer. 


Motion carried. 


Mr. Pesterfield reports that he has visit- 
ed the party who instituted the complaint 
against the Paulson Street dump and be- 
lieves that they understand the necessity for 
the burning and that the dump operator 
is doing all he can to be cooperative. He 


recommends closing the complaint. It was 
moved by Mr. Kloeckner, seconded by Mr. 
Ruth, that the complaint be closed. 


Motion carried. 


Davison Chemical is continuing equipment 
correction measures which should eliminate 
their problem. The engineer recommends 
that we carry this complaint another month. 
It was moved by Mr. Dodson, seconded by 
Mr. Kloeckner, that the Board concur with 
the recommendation of the engineer. 


Motion carried. 


A communication from Centrifuse, Inc., 
was read. The company indicates their 
budget request has been approved and a 
letter of intent forwarded to the supplier 
to permit work to begin. Some equipment 
will be installed in July when the plant is 
closed. This should alleviate present con- 
ditions which are very bad. Remaining 
work can be done while the plant is in 
operation. Completion is now expected 
about April 1, 1969. After some discussion, 
it was moved by Mr. Kloeckner, seconded 
by Mr. Dodson, that the Board request 
Centrifuse to appear at the next meeting 
with a copy of the purchase order and 
written confirmation from the supplier; 
that the Board be informed as to the date 
the supplier has given them for delivery 
and when they anticipate the equipment 
will be in operation. 


Motion carried, 
The next meeting will be held June 26, 
1968, at 7:30 p.m., in Room G-30, City Hall. 


The informal meeting adjourned at 8:15 
p.m. 


Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


FIRE BOARD 
OF THE CITY OF LANSING 


Special Meeting, July 1, 1968 


The Lansing Fire Board met in special 
session and was called to order by Chair- 
man David V. Buhl at 10:45 A.M. 


ROLL CALL 


Present: Commissioners Sheathelm, Buhl, 
Rathbun, Kauffman, Canady, Hill—6. 


Absent: Commissioners Ridenour and 
Wolfram—2. 


Chairman Buhl stated that all business 
except the present emergency would be dis- 
pensed with until the regular monthly 
meeting. 


By Commissioner Kauffman— 


The Fire Board recognizes that a state 
of emergency exists, and that Chief Space 
is to cancel all leaves and make every effort 
to man the fire stations. 


Supported by Commissioner Hill. 


Carried (unanimously). 


Chairman Buhl stated the Board would 
meet at 8:00 A.M. July 2, 1968 for a report 
from Chief Space, and to take whatever 
further steps are necessary. 

By Commissioner Sheathelm— 
I move the Board adjourn. 
Supported by Commissioner Canady. 


Carried. 


The Board adjourned at 11:05 A.M. 


WILLIAM R. GREW, 
Secretary, 


OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, June 26, 1968 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, June 
a at 7:30 p.m., in Room G-30, City 
Hall. 


Present: Board Members Bock, Kloeck- 
ner, Ray, Ruth, Tableman and Zapata—é. 


Absent: Board Members Dodson and 
Tamer—2. 


Guests: Edward Ellsworth, Centrifuse; 
Norris Ingells, State Journal; and a num- 
ber of interested citizens. 


The meeting was called to order by the 
Chairman and the Secretary announced the 
presence of a quorum. It was moved by 
Mr. Kloeckner, seconded by Mr. Ruth, that 
the Board approved minutes of the April 
meeting as printed and approve action 
taken at the May meeting. 


Motion carried. 


It was moved by Mrs. Bock, seconded 
by Ruth, that C. H. Pesterfield and Norma 
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Donovan be reappointed as engineer and 
secretary respectively. 


Motion carried, 


Mr. Pesterfield’s report indicated no fur- 
ther complaints regarding Lansing Iron 
and Metal but he recommends that it be 
held in abeyance while he continues to 
check. It was moved by Mr. Kloeckner, 
seconded by Mr. Ruth, that the Board con- 
cur in the recommendation of the Engineer. 


Mr. Pesterfield’s report also indicated that 
Davison Chemical is making progress on 
construction of their tank. 


Mr. Ellsworth appeared in compliance 
with the Board’’s May request. He brought 
a model of the installation being planned, 
Construction for the equipment foundation, 
demolition of one cupola and partial re- 
building of the other with installation of 
additional wet caps will be done during the 
July shutdown, according to contracts 
which have just been let. The contract 
for control equipment will be signed with 
National Dust Collector Corporation pend- 
ing clarification in contract wording. They 
expect the equipment, which will begin to 
arrive in September, to be operational by 
April 1, 1969, and hope to improve on that 
date. Mr. Pesterfield’s report includes 
continued complaints. A general discus- 
sion followed with questions from the 
Board and from the public. It was moved 
by Mr. Ruth, seconded by Mr. Zapata, that 
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the Board continue to carry this complaint 
pending completion of their installation. 


Motion carried. 


Mr. Tableman opened the floor to nomina- 
tions for Chairman for 1968-1969. Mr. 
Ruth nominated and Mrs. Bock seconded 
Mr. Tableman. There being no further 
nominations, It was moved by Mr. Kloeck- 
ner, seconded by Mr. Ruth, that nomina- 
tions be closed and Mr. Tableman declared 
elected unanimously. 


Motion carried. 


The floor was then opened to nominations 
for Vice-Chairman. Mr. Kloeckner nomin- 
ated, second by Mrs. Bock, Mr. Ruth. There 
being no further nominations, it was moved 
by Mr. Kloeckner, seconded by Mrs. Bock, 
that nominations be closed and Mr. Ruth 
declared elected unanimously. 


Motion carried. 


The next meeting will be held July 31, 
1968, in Room G-30, City Hall. 


It was moved by Mrs. Bock that the 
meeting be adjourned. So ordered at 8:15 
p.m. 

Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


FIRE BOARD 
OF THE CITY OF LANSING 


Proceedings, July 2, 1968 


The Lansing Fire Board met in regular 
session (changed from July 3, 1968 to as- 
sure a quorum) and was called to order by 
Chairman David V. Buhl. 


ROLL CALL 


Present: Commissioners Sheathelm, Buhl, 
Rathbun, Ridenour, Kauffman, Canady—6. 


Absent: Commissioners Wolfram, Hill 
—2. 


Commissioners Wolfram and Hill were 
excused from the meeting. 


ELECTION OF OFFICERS 
By Commissioner Kauffman— 


I move we vote to retain the same officers 
for the next year. 


Supported by Commissioner Sheathelm. 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, July 31, 1968 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, July 
31, 1968, at 7:30 p.m., in Room C-30, City 
Hall. 


Present: Board Members Bock, Ray, 
Tableman and Zapata—4. 


Absent: Board Members Dodson, Kloeck- 
ner, Ruth and Tamer—4. 


Guest: Norris Ingels, State Journal. 


Since a quorum was not present, only 
an informal meeting was held. 


Mr. Tableman reported that he had 
spoken with Mr. Ellsworth regarding Cen- 
trifuse, Inc. The plant is down. A new 
wet cap has been installed and they are 
proceeding with other scheduled founda- 
tion work. It was necessary to remove all 
controls about three days prior to shutdown 
and Mr. Ingels reported that things were 
really terrible during that time. The con- 
struction strike has not effected them and 
things are proceeding as outlined. Mr. 
Ellsworth believes the new wet cap should 
bring improvement when the plant is 
once again operating. 


Councilman May has inquired about the 
Paulson Street Dump. This complaint is 
still open in our files. Mr. Tableman con- 
tacted Fred Kellow of the Michigan De- 
partment of Public Health and was in- 
formed that they are preparing a report 
on this problem for the City. Mr. Pester- 
field will contact them when he returns. 


Another complaint awaiting Mr. Pester- 
field’s return is one of a “strong fuel oil 
smell” in the vicinity of Cleo and Willow 
Streets. 


The next meeting will be held August 
28, 1968. 
Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF TRUSTEES 
OF THE CITY OF LANSING 
EMPLOYEES’ RETIREMENT SYSTEM 


Special Meeting, August 29, 1968 


August 29, 1968 
Lansing, Michigan 
Retirement Board Room 
8th Floor—City Hall 
9:00 A.M. 
The Board of Trustees met in special 
session and was called to order by Chair- 


man Meryl R. Wilcox. 


Present: Trustees Bodwin, Graves, Kline, 
Roe and Wilecox—5. 


Absent: Trustees Anas, Murninghan and 
Waidelich—3. 


Absent: Raymond W. Burgess, Secre- 
tary. 


It was moved by Trustee Bodwin, sup- 
ported by Trustee Graves that the board 


sell to the John Nuveen & Company in 
Detroit, $20,000 New York Bell Telephone, 
3%, due 10-15-89 and get in return $20,000 
Baltimore Gas & Electric, 314% due 12-1- 
90. The New York Bell would be sold at 
66% while the purchase of the Baltimore 
mae and Electric would be at a rate of 
6644. 


Adopted by the following vote: 


Yeas: Bodwin, Graves, Kline, Roe and 
Wileox—5B. 


Nays: None. 


The Board Adjourned. 


MERY R. WILCOX, 
Chairman, 
Employees Retirement System. 


OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, 


The regular meeting of the Air Pollu- 
tion Board was held Wednesday evening, 
August 28, 1968, at 7:30 p.m., in Room 
G-30, City Hall. 


Present: Board Members Bock, Dodson, 
Ray, Ruth and Zapata—5. 


Absent: Board Members’ Kloeckner, 
Tableman and Tamer—3. 


Guest: Mr. Swift—1. 


August 28, 1968 


The meeting was called to order by 
Vice-Chairman Ruth. It was moved by 
Mrs. Bock, seconded by Mr. Dodson, that 
actions taken at the July meeting and the 
minutes of that meeting be approved. 


Motion carried. 
Mr. Pesterfield reported that there has 


been many complaints concerning Centri- 
fuse, Inc. He has contacted the company 
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but because of vacations, has been unable 
to inspect the changes they claim to have 
accomplished according to schedule. The 
effluent is very bad and Mr. Pesterfield 
has seen flames from the top of the cupola. 
There has been talk of an injunction. The 
engineer has made arrangements for an 
inspection and will report at the next 
meeting. 


Davison Chemical has prints awaiting 
approval of their Baltimore engineer and 
a contractor ready to begin. Mr. Pester- 
field will meet with the engineer next 
week and recommends that we hold for 
the next meeting. 


Paulson Street Dump is a continuing 
problem. Mr. Pesterfield read a copy of 
a letter to one complainant from Lee 
Jaeger of the Division of Occupational 
Health, Michigan Dept. of Public Health. 
Since diseased elms must by law be de- 
stroyed, this problem does not come within 
the scope of the State Air Pollution Act. 
Mr. Kellow’s report has not yet been re- 
ceived and our engineer recommends that 
we await that report. 


The Board of Education reports that 
the problems at Oak Park and Eastern 
have been eliminated. Mr. Pesterfield rec- 
ommends that we hold this open until 
after school starts to see whether we have 
any further complaints. 


Mr. Pesterfield reported a complaint con- 
cerning the teepee burner at John Bean. 
This type of burner is illegal and he rec- 
ommends that the company be notified that 
they are in violation of State Regulations 
approved 8-15-67 and that they be _ in- 
structed to correct the situation. It was 
moved by Mr. Dodson, seconded by Mr. Ray, 
that the Board concur in the recommenda- 
tions of the engineer. 


Motion carried. 


The engineer reports a complaint of 
fuel oil smell in the vicinity of Texaco 
Storage tanks or Simon Iron and Steel. He 
has investigated but has been unable to 
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locate the source. He will continue to in- 
vestigate. 


Mr. Pesterfield reported that he had con- 
tacted a complainant from East Lansing 
who thinks he has a problem from Motor 
Wheel to inform him that this complaint 
is not within our jurisdiction. It was 
moved by Mr. Dodson, seconded by Mr. 
Zapata, that the complaint be closed. 


Motion carried. 


An investigation of a complaint regard- 
ing Louie’s party store showed burning 
in an approved container. Mr. Ray point- 
ed out that resinous glue might be a 
contributing factor. Mr. Pesterfield will 
investigate this possibility. 


A complaint of gas odor on Filley Street 
has disclosed nothing to date but Mr. 
Pesterfield is continuing the investigation. 


The engineer finds no basis for the 
complaint concerning burning at the Aure- 
lius Road dump. He believes we should 
hold this open pending receipt of the 
Health Dept. report on Lansing dumps. 


Mr. Pesterfield reported briefly on the 
Conference he attended and Mr. Zapata 
reported on a visit he made to the Air 
Pollution facilities of the Michigan Dept. 
of Public Health. 


The next meeting will be held September 
25, 1968. 


It was moved by Mrs. Bock, seconded by 
Mr. Dodson, that we adjourn. 


So ordered. 


The meeting was adjourned at 8:45 p.m. 


Respectfully submitted, 


PAUL S. RUTH, 
Vice-Chairman, 


NORMA DONOVAN, 
Secretary, 
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OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, September 25, 1968 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, Sep- 
tember 25, 1968, at 7:30 p.m., in Room 
G-30, City Hall. 


Present: Board Members Dodson, Ruth, 
Tableman and Zapata—4. 


Absent: Board Members Bock, Kloeckner 
and Ray—3. 


Guest: Mr. Ingells, State Journal. 


The meeting was called to order by Mr. 
Tableman. The secretary announced that 
we did not have a quorum. It was moved 
by Mr. Ruth, seconded by Mr. Dodson, that 
minutes of the August meeting be approved 
as distributed. 


Motion carried. 


Mr. Pesterfield reported that he has met 
with engineers from Baltimore regarding 
the problem at Davison Chemical. Cost 
estimates have been made and acceptance 
from the home office is expected shortly. 
They will notify Mr. Pesterfield when con- 
struction will begin. He recommends that 
the Board continue the complaint. 


A re-investigation of the Filley Street 
complaints leads Mr. Pesterfield to believe 
the source is fumes from the sewer basin 
in front of the complainant’s home. He 
recommends closing the complaint since 
this is not within our jurisdiction. It was 
moved by Mr. Dodson, seconded by Mr. 
Zapata, that the Board concur in the rec- 
ommendations of the Engineer. 


Motion carried. 


The Engineer reports that further in- 
vestigation of the complaint regarding 
Louie’s Party Store still indicates no basis 
for the complaint. He recommends that 
we hold in abeyance to see whether we 
receive further complaints. It was moved 
by Mr. Ruth, seconded by Mr. Zapata, that 
the Board concur in the recommendation 
of the engineer. 


Motion carried. 


Burning of diseased elm trees at the Paul- 
son Street Dump is still a problem. Mr. 
Pesterfield feels that there is nothing fur- 
ther the Board can do about it. We have 
not received the report from the Michigan 
Department of Health and he recommends 
that we continue this complaint to see 
whether they have suggestions to alleviate 
the problem. It was moved by Mr. Zapata, 
seconded by Mr. Ruth, that the Board con- 
cur in the recommendation of the Engineer. 


Motion carried. 


Mr. Pesterfield has received a complaint 
regarding Moores Park area but he can find 
no basis for the complaint. It was moved 
by Mr. Dodson, seconded by Mr. Ruth, that 
the complaint be closed. 


Motion carried. 


Since it is too early to tell whether we 
will have complaints regarding improper 
burning at Oak Park Elementary and 
Eastern High Schools, it was moved by 
Mr. Ruth, seconded by Mr. Dodson, that this 
complaint be reconsidered in mid-winter. 


Motion carried. 


Mr. Pesterfield reports that his attempts 
to investigate progress at Centrifuse were 
met with resentment, accusations of har- 
assment and no cooperation. A _ general 
discussion of the problem followed. It was 
moved by Mr. Ruth, seconded by Mr. Dod- 
son, that the Board communicate with Mr. 
Ellsworth regarding this incident to clarify 
the situation. 


Motion carried. 


Next meeting will be held Wednesday 
evening, October 30, 1968, at 7:30 p.m., in 
Room G-30, City Hall. It was moved by 
Mr. Ruth that the meeting be adjourned. 
So ordered. The meeting was adjourned 
at 8:40 p.m. 


Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
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That the Code of Ordinances, City of 
Lansing, Michigan, be amended by adding 
a New Chapter to be numbered 25 and by 
adding sections numbered 25-1 to 25-9, both 
inclusive, of the Code of Ordinances, of 
the City of Lansing (Plumbing Code). 


was introduced by Councilman Smith, read 
a first and second time by their titles and 
referred to the Committee on Ordinance 
and Contracts. 


ORDINANCES 


By Councilman Smith— 


That the City Council resolve itself into 
a Committee of The Whole to consider an 
Ordinance to amend by revising Section 
2-19.1 of said Code (Administration). 


Carried. 


The Mayor called Councilman Moore to 
the chair to preside over the Committee of 
The Whole. 


Councilman Smith offered an amendment 
to the Ordinance. Discussion followed. 
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By Councilman Smith (Adado)— 


That this Ordinance be tabled for one 
week, 


Carried, 


After some time spent in the Committee 
of The Whole, the Committee arose and 
through its chairman reported that it had 
nothing to report at this time. 


The Council then resumed regular ses- 
sion. 


Wayne Amacher, 718 Cawood St., spoke. 
Council adjourned at 9:35 p.m. 


THEO FULTON, 
City Clerk. 


Lansing, Michigan 


November 12, 1968 


B/M 


OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, October 30, 1968 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, Octo- 
ber 30, 1968, at 7:30 p.m., in Room G-80, 
City Hall. 


Present—Board Members Bock, Dodson, 
Ray, Ruth, Tableman and Zapata—6. 


Absent—Board Member Kloeckner—1. 


Guest—Norris Ingells, The State Journal 


The meeting was called to order by Mr. 
Tableman. The secretary announced the 
presence of a quorum. It was moved by 
Mr. Dodson, seconded by Mr. Ruth, that 
the Board concur in the actions taken at 
the September meeting. 


Motion carried. 


It was moved by Mr. Ruth, seconded by 
Mr. Dodson, that the minutes of the Sep- 
tember meeting be approved as circulated. 


Motion carried. 


Mr. Tableman and Mr. Pesterfield visited 
Centrifuse, Inc. All equipment is on site 
and is rapidly being installed. Five of the 
separators are in; a large vertical stack 
is in. Both the Chairman and the Engineer 
are pleased with the progress that has been 
made. After discussion, it was moved by 
Mr. Dodson, seconded by Mrs. Bock, that 
the complaint be carried and that the Engi- 
neer report further progress at the next 
meeting. 


Motion carried. 


Mr. Pesterfield reported that the com- 
plaint regarding the Paulson Street Dump 
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has been taken out of our hands by the 
State Air Pollution Commission because of 
the many governmental units involved. A 
Variance Hearing regarding the problem 
will be held by that Commission on Novem- 
ber 19, 1968. Mr. Pesterfield will keep the 
Board advised of developments. 


A new complaint has been received re- 
garding Fisher Body. Mr. Pesterfield wants 
to confer with the Michigan Department 
of Health before making recommendations. 
He will report at the next meeting. It was 
moved by Mr. Ruth, seconded by Mr. 
Zapata, that the Board concur in the recom- 
mendations of the Engineer. 


Motion carried. 


A communication has been received from 
the Council. Councilman May requests a 
report on the Air Pollution problems in the 
First Ward. It was moved by Mr. Ray, 
seconded by Mr. Ruth, that we respond to 
the request and, at the invitation of the 
Mayor, we are willing to meet with the 
Committee of The Whole for further dis- 


NOVEMBER 12, 1968 


cussion. The Board asked Mr. Pesterfield 
to prepare a report. 


Motion carried. 


A communication of gratitude was re- 
ceived from the family of Joseph Tamer. 


The next meeting will be held Wednes- 
day evening, November 27, 1968, at 7:30 
p.m., in Room G-30, City Hall. 


It was moved by Mr. Ruth, seconded by 
Mrs. Bock, that the meeting be adjourned. 
So ordered. 


The meeting adjourned at 8:15 p.m. 
Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


FIRE BOARD 
OF THE CITY OF LANSING 


Proceedings, November 7, 1968 


The Lansing Fire Board met in regular 
session and was called to order by Chair- 
man David V. Buhl. 

ROLL CALL 

Present—Commissioners Sheathelm, Buhl, 


Smith, Ridenour, Kauffman, Canady, Rath- 
bun and Hill—8. 


By Commissioner Sheathelm— 


I move we approve the minutes of the 
previous meeting as printed. 


Supported by Commissioner Rathbun. 


Carried. 


COMMUNICATIONS 


Mrs. Mary Walker, 1014 Robbins Road, 
submitted a card of thanks for the prompt 


and efficient ambulance service she received 
September 27, 1968. 


Received and placed on file. 


Mr. Harold B. Reed, Administrator for 
Clinton Memorial Hospital at St. Johns, 
submitted a letter of thanks for the demon- 
stration and training program presented 
to the hospital employees by Marshal Phil- 
lip Alber and Inspector Henry Lecato. 


Received and placed on file. 


Captain Frank Vrablic of the Grand 
Haven Fire Department submitted a letter 
of thanks for the program presented by 
ae Alber during Fire Prevention 

eek, 


Received and placed on file. 
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OFFICIAL PROCEEDINGS OF THE 


PLUMBING BOARD 
OF THE CITY OF LANSING 


Special Meeting, October 24, 1968 


Meeting was called to order at 7:30 P.M. 
by Chairman, George Denfield. 


Members Present: George Denfield, Rob- 
ert Corbit, William Miles, Ralph Gun- 
thrope, John Brady, G. J. Turney—6. 


Inspectors: Arnold Dell and Leo Fox—2. 


Members Absent: Larry Kain and Coun- 
cilman May—2. 


Discussion regarding the amendments to 
the Plumbing Code. 


Motion by William Miles that amend- 
ment to paragraph “New Section” 60, that 
the following be deleted: 


“Permits and Inspections 


1. Hot water heaters shall be installed 
only by duly licensed and registered 
plumbing contractors, (except home- 
owners privileges) who shall first ob- 
tain a permit to install and pay re- 
quired inspection fees.” 


Seconded by Robert Corbit. 


Motion carried. 


Meeting adjourned at 8:20 P.M. 


Respectfully submitted, 
G. J. TURNEY. 


OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, November 27, 1968 


The regular meeting of the Air Pollution 
Board was held Wednesday evening, No- 
vember 27, 1968, at 7:30 p.m. in Room 
G-30, City Hall. 


Present: Board Members Dodson, Kloeck- 
ner, Ruth, Tableman and Zapata—5d. 


leet Board Members Bock and Ray 


Guest: Norris Ingells, State Journal. 


The meeting was called to order by the 
Chairman. The Secretary announced the 
presence of a quorum. It was moved by 
Mr. Kloeckner, seconded by Mr. Dodson, 
that minutes of the October meeting be 
approved as circulated. 


Motion carried. 


Mr. Pesterfield reported that he, Mayor 
Murninghan, Councilman May and Collins 
Thornton visited Centrifuse. They have 
made good progress since Mr. Pesterfield’s 
last visit. There was a discussion. It was 
moved by Mr. Zapata, seconded by Mr. 
Ruth, that the complaint be continued. 


Motion carried. 


Mr. Ruth asked that the record note his 
approval of the work of the Board in the 
progress being made at the plant, par- 
ticularly the work of Mr. Pesterfield and 
Mr. Tableman. 


Mr. Pesterfield reported that Davison 
Chemical is shut down at present. They 
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are waiting receipt of bids to complete 
their installation. It was moved by Mr. 
Kloeckner, seconded by Mr. Dodson, that 
the complaint be continued. 


Motion carried. 


The engineer reported that he is con- 
ferring with management of Paramount 
Coffee regarding a stack extension to 
eliminate their odor problem. He recom- 
mends that we hold it open. It was moved 
by Mr. Zapata, seconded by Mr. Kloeckner, 
that the Board concur in the recommenda- 
tions of the engineer. 


Motion carried, 


Mr. Pesterfield reports no further com- 
plaints regarding Oak Park Elementary 
and Eastern High schools. He recommends 
that the complaints be closed. It was 
moved by Mr. Dodson, seconded by Mr. 
Kloeckner, that the complaints be closed. 


Motion carried. So ordered. 


Melling Forging has been contacted by 
the engineer regarding their problem. 
They will appear at the December meet- 
ing with a proposal to correct it. It 
was moved by Mr. Kloeckner, seconded by 
Mr. Dodson, that the complaint be con- 
tinued until December. 


Motion carried. 


Mr. Pesterfield will notify them of the 
date of the meeting. 


DECEMBER 16, 1968 


Mr. Tableman notified the Board that 
an engineer from John Bean had been in 
to see him. The company recognizes that 
they have a problem and would like to 
meet with the Board regarding a solution. 
It was moved by Mr. Dodson, seconded by 
Mr. Kloeckner, that we extend an invita- 
tion to them to attend the December 
meeting. 


Motion carried. 


Mr. Tableman commented that he feels a 
re-evaluation of the scope of the Board’s 
activities is in order. He asked for com- 
ments. A_ discussion followed. It was 
moved by Mr. Kloeckner, seconded by Mr. 
Dodson, that the Board investigate sources 
of pollution not now included under our 
ordinance. 


Motion carried. 


The next meeting will be held December 
18, 1968, at 7:30 p.m., in Room G-30, City 
Hall. It was moved by Mr. Zapata, sec- 
onded by Mr. Ruth, that the meeting be 
adjourned. 


So ordered. 


Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
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COMMITTEE REPORTS 


Comm. McConnell reported that the 
committee appointed to meet with members 
of the Human Relations Committee had 
held a meeting to formulate proposed 
guidelines for handling complaints. 


Chief Husby requested that a committee 
of the Board be appointed to assist the 
department in preparing budget requests 
for the year, 1969-70. 


JANUARY 6, 1969 


Chairman Lawler appointed Comm. Rol- 
lis, Chairman; and Comms. Guyselman and 
Brooks as the budget committee. 


There being no further business, the 
meeting was adjourned. 


Respectfully submitted, 
YVONNE BROWN, 


Administrative Assistant, 
Secretary of the Board. 


OFFICIAL PROCEEDINGS OF THE 


AIR POLLUTION CONTROL BOARD 
OF THE CITY OF LANSING 


Proceedings, December 18, 1968 


Present: Board Members Bock, Ray, 
Tableman and Zapata—4. 


Absent: Board Members Dodson, Kloeck- 
ner and Ruth—3. 


Guests: Mr. Ingells, State Journal; Mr. 
Jaeger, Michigan Dept. of Health and 
Mr. Sellek, John Bean. 


The meeting was called to order by the 
Chairman. Since there was not a quorum, 
this was an informal meeting. It was 
moved by Mr. Ray, seconded by Mr. Zapata, 
that minutes of the November meeting 
be approved as circulated. Motion carried. 


Mr. Sellek of John Bean appeared to 
discuss the complaints concerning burning 
in their teepee burner. Mr. Pesterfield 
summarized the situation as it stands 
today and asked for comments from Mr. 
Jaeger. He indicated that they do not be- 
lieve the teepee burner can be made to 
meet air pollution standards. They do 
believe a well-designed incinerator can 
meet the standards. Mr. Sellek commented 
on the company’s position. They are in- 
vestigating the possibilities of controls for 
the teepee burner, new incineration equip- 
ment, a sanitary landfill and baler equip- 
ment, There was a discussion. The Board 
asked Mr. Sellek to return in March with 
a progress report. 


Paramount Coffee management, Mr. Pes- 
terfield reports, plans to extend the height 
of their stack and hopefully this will 
correct their problem. Mr. Pesterfield 
recommends that we hold this until the 
February meeting. It was moved by Mr. 
Ray, seconded by Mrs. Bock, that the Board 
eoncur in the recommendation of the en- 
gineer. Motion carried. 


Mr. Tableman read a letter from Melling 
Forging outlining changes they have al- 
ready made and changes they have in 


process. There was a discussion. The en- 
gineer recommends that the complaint be 
continued until January. It was moved by 
Mr. Ray, seconded by Mrs. Bock, that the 
Board concur in the recommendation of 
the engineer. Motion carried. 


Davison Chemical is still waiting word 
from home office on their plans. Mr. Pes- 
terfield recommends that we hold until 
they can complete the job. It was moved 
by Mr. Zapata, seconded by Mr. Ray, that 
the Board concur in the recommendation 
of the engineer. Motion carried. 


Mr. Pesterfield indicated that there is 
nothing new to report from Centrifuse, 
Inc. It was moved by Mrs. Bock, seconded 
by Mr. Zapata, that the Board continue 
this complaint. Motion carried. 


The engineer reported a complaint re- 
garding a fiyash landfill operation at 2727 
N. Grand. He has not been able to con- 
tact the owner of the property. He rec- 
ommends that the complaint be continued 
until January. It was moved by Mrs. 
Bock, seconded by Mr. Zapata, that the 
Board concur. Motion carried. 


Mr. Zapata commented on the problem 
of trash collection in general. There was 
a discussion. 


The next meeting will be held January 
29, 1969, at 7:30 p.m., in Room G-36, City 
Hall. Mr, Zapata moved that the meeting 
be adjourned. So ordered. The meeting 
was adjourned at 8:45 p.m. 


Respectfully submitted, 
MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 
N/M 
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